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Message Text 


TAGS: OCON.OTRA.IT 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING 


1 . FDA ADVISES THAT KAMAL K. MITTAL, DIRECTOR, 

HISTOCOMPAT ABILITY TESTING LABORATORY, IMMUNOHEMATOLOGY 
BRANCH, DIVISION OF BLOOD AND BLOOD PRODUCTS, BUREAU OF 
BIOLOGICS WILL BE IN ROME, ITALY SEPTEMBER 2-9, 1978. 

2. MR. MITTAL WILL ATTEND THE VIITH INTERNATIONAL CONGRESS 
OF THE TRANSPLANTATION SOCIETY SEPTEMBER 3-8, 1978. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. VANCE 


UNCLASSIFIED 
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